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9203310043 Forwards request for relief from ASME.section XI hydrostatic test require-
ments involving main feedwater sys.Request necessary to replace feedwater nozzle
transition pieces on steam generators.

WILSON.J.L. Tennessee Valley Authority. 92/03/23. Document Control Branch (Docu-
ment Control Desk). 6pp. 61205:292-61205:297.

Q. inspection reports, IE Bulletins & correspondence

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9203100172 Forwards insp rept 50-327/92-02 & 50-328/92-02 on 920105- 0201 &
notice of violation.NRC concerned about lack of administrative control of drawings
available for use by operators in turbine & auxiliary bldgs.

WILSON.B.A. Region 2 (Post 820201). 92/02/18. NAUMAN.D.A. Tennessee Valley
Authority. 5pp. 60844:332-60845:005.

-9203100176 Notice of violation from insp on 920105-0201 .Violation noted:numerous
examples of improperly filed drawings, uncontrolled drawings & improperly labeled
drawings were identified at controlled drawing station.
* Region 2 (Post 820201). 92/02/18. 2pp. 60844:337-60844:338.

-9203100180 insp repts 50-327/92-02 & 50-328/92-02 on 920105-0201. Violations
noted.Major areas inspected:plant operations, maint,surveillance,evaluation of licensee
self-assessment capability,LER closeout/followup on previous insp findings.
HOLLAND.W.E., KELLOGG.PJ. Region 2 (Post 820201). 92/02/18. 28pp. 60844:339-
60845:005.

9203100117 Forwards insp repts 50-327/92-01 & 50-328/92-01 on 920106-10,No viola-
tions or deviations noted.

PEEBLES.T.A. Region 2 (Post 820201). 92/02/20. NAUMAN.D.A. Tennessee Valley
Authority. 3pp. 60844:132-60844:145.

-9203100227 Insp repts 50-327/92-01 & 50-328/92-01 on 920106-10.No violations
noted.Major areas inspected:review of unit 1, cycle 6,startup tests & initial operation &
calibr of RTDs used in EAGLE 21 sys.

BURNETT.P.T., CRLENJAK.R.V. Region 2 (Post 820201). 92/02/20. 9pp. 60844:135-
60844:145.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Row From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Infp Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203130072 Forwards unit 1 90-Day ISI.vols 1 & 2 performed 911004-1214. Also pro-
vides supplemental info to 90-day ISI for unit 2, cycle 3 rept as discussed w/NRC.AII
info provided per ASME Code.Section XI.W/o encl.

WILSON.J.L Tennessee Valley Authority. 92/03/09. Document Control Branch (Docu-
ment Control Desk). 4pp. 60933:035-60933:038.

9203260092 Forwards insp repts 50-327/92-04 & 50-328/92-04 on 920224-28.NO viola-
tions or deviations noted.

COLLINS.D.M. Region 2 (Post 820201). 92/03/18. Tennessee Valley Authority. 4pp.
61083:150-61083:154.

-9203260098 Partially withheld insp repts 50-327/92-04 & 50-328/92-04 on 920224-28
(10CFR73.21).No violations noted.Major areas inspected:physical security program for
power reactors including security plan,audit & alarm stations.

TOBIN.WJ.,  MCGUIRE.D.R.  Region 2 (Post 820201).  92/03/17.  1p.  61083:154-
61083:154.

9203240277 Responds to NRC 920218 Itr re violations noted in Insp Repts 50-327/92-
02 & 50-328/92-02.Corrective actions:number of satellite drawing locations drastically
reduced & self-audit of files completed.

WILSON.J.L Tennessee Valley Authority. 92/03/19. Document Control Branch (Docu-
ment Control Desk). 5pp. 61098:080-61098:084.

R. Periodic operating reports & related correspondence

9203030232 Forwards diesel generator reliability data rept for 1991. Data indicates aver-
age of 36 starts per diesel generator w/ one failure.

WILSON.J.L. Tennessee Valley Authority. 92/02/28. Document Control Branch (Docu-
ment Control Desk). 3pp. 60819:148-60819:150.

9203030285 Forwards fitness-for-duty program performance data for Jul-Dec 1991 in-
cluding trends & initiatives for util fitness-for-duty program.

BURZYNSKI.M.J. Tennessee Valley Authority. 92/02/28. Document Control Branch
(Document Control Desk). 19pp. 60857:148-60857:171.

9203250219 Monthly operating repts for Feb 1992 for Sequoyah Unit 1. W/920316 Itr.
HOLLOMONJJ., WILSON.J.L Tennessee Valley Authority. 92/02/29. 10pp.
61099:170-61099:179.

9203060082 Forwards "Semiannual Effluent Release Rept for Jul-Dec 1991" & "Radio-
logical Impact Assessment Rept."

WTLSON.J.L. Tennessee Valley Authority. 92/03/02. Document Control Branch (Docu-
ment Control Desk). 2pp. 60880:255-60880:315.

-9203060086 "Semiannual Effluent Release Rept for Jul-Dec 1991."

* Tennessee Valley Authority. 91/12/31. 17pp. 60880:257-60880:275.

-9203060090 "Radiological Impact Assessment Rept," Jan-Dec 1991.

* Tennessee Valley Authority. 91/12/31. 39pp. 60880:276-60880:315.

9203060311 Forwards "Sequoyah Nuclear Plant.Units 1 & 2 10CFR50.59 Annual Oper-
ating Rept to NRC 1991." All temporary alteration control form info.per Insp Rept 50-
327/92-02 included in rept.

WILSON.J.L. Tennessee Valley Authority. 92/03/02. Document Control Branch (Docu-
ment Control Desk). 1p. 60859:070-60859:149.

-9203060313 "Sequoyah Nuclear Plant Units 1 & 2 10CFR50.59 Annual Operating Rept
to NRC 1991."

* Tennessee Valley Authority. 91/12/31. 79pp. 60859:072-60859:149.

S. Reporftable occurrences, LERs & related correspondence

9203190270 LER 92-001-00:on 920210.Unit 2 reactor tripped precipitated by turbine trip
at power.Caused by solenoid valve malfunction.Solenoid valve & demand counter
replaced.W/ 920311 Itr.

BAJRASZEWSKU,   WILSON.J.L   Tennessee   Valley   Authority.   92/03/11.   11 p.
61085:186-61085:196.

9203200219 Special rept 92-01 :on 920206,nonfunctipnal fire barrier for period greater
than TS allowable time period noted. Caused by irreparable damage to door & un-
availability of replacement door.Fire watch established.

WILSONJ.L Tennessee Valley Authority. 92/03/13. Document Control Branch (Docu-
ment Control Desk). 4pp. 61073:183-61073:186.

9203200377 LEB 92-002-00:on 920215.LCO 3.0.3 entered upon loss of level indication
for cold leg accumulator.Caused by result of failure to follow work
instruction.lndividuals involved w/ event received appropriate disciplinary action.W/
920316 Itr.

PROFFITT.J.W,, WILSON.J.L. Tennessee Valley Authority. 92/03/16. 8pp. 61120:029-
61120:036.

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac-
tors mfg by Fasco IndustriesJnitially reported by util on 911010.Vendor advised to re-
place all affected contactors.Replacements available by Apr 1992.
PATTERSON.L Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post
870413). 14pp. 61209:198-61209:211.

T. Hearing transcripts on non-antitrust matters

9203200418 Transcript of 920317 meeting in Rockville.MD re discussion of readiness to
restart of plant.Pp 1-146.W/supporting documentation.

* Commissioners (Post 750119). 92/03/17. 198pp. 61058:154-61058:351.

DOCKET 50-329 MIDLAND PLANT, UNIT 1

A. Application/construction stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9203100301 Partial response to FOIA request for documents re Zack Co. App A docu-
ments already available in PDR.Forwards App B documents.App B documents also
being placed in PDR.App C documents withheld in entirety (ref FOIA Exemption 5,6 &

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/08/27. ZACK.C. Zack Co. 10pp. 60853:280-60854:335.

-9203100304 Audit Rept M01-602-2 re audit conducted at Zack Co on 820517-20.

* Consumers Power Co. M01-602-2. 82/07/13. 19pp. 60854:158-60854:176.

-9203100306 Audit Rept MO-601-2 re audit conducted of Zack Co on 820419- 22 to
verify Zack Co compliance w/program requirements as defined in Zack QA
manual,plant QC procedures & weld procedure specs.Related info encl.

* Consumers Power Co. M01-601-2. 82/05/14. 43pp. 60854:177-60854:224.

-9203100308 Informs that author reviewed affidavits presented to Region III by GAP re
Zack Co.Numerous documents identified that appear to relate directly to Midland
project.Allegation will be placed on Midland tracking sys.W/related info.
SHAFER.W.D.   Region 3  (Post 820201).  82/09/01.   DAVIS,A.B.  Region  3  (Post
820201). 58pp. 60854:225-60854:325.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTlOW,J.G. Associate Director for Projects (Post 870411), 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.uthority. 92/02/28. Document Control Branch (Docu-
